With a fixed V--, as V_0 is varied, what area is reached

(.JO                   Uo

when In  no longer  increases?

6.     What  is meant by the  term BVDGS?

7.     Compare the  three basic  amplifier configurations  of  the
JFET to other device amplifiers.

a.     Emitter-fol lower                     a.    Common-rsource

b.     Grounded-col lector                  b.    Common-drain

c.     Source-follower                       c.    Common-gate

d.    Common-base                              d.    None

e.     Grounded-emitter

9.     What JFET amplifier produces phase  inversion of  the
applied  signal?

10.   What effect  does a positive   input  signal   to a JFET
p-channel   source follower have  on drain  current?

11.   List the advantages and disadvantages  of  JFETs.or an n-channel?    A p-channel?
